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Zhejiang Zheli New Material Co., Ltd was established on March 9, 2016, authorized 
by the State TrademarkOffice as “CN-ZHELI”. The official date of the brand is June 
28, 2016. It has beed professional custom Electric water booster pump for 
agriculture use Galvanized anti-rust type suppliers and OEM/ODM Electric water 
booster pump for agriculture use Galvanized anti-rust type company. Development 
direction: develop a whole series of “zhe-li”image products, develop and form 
”zhe-li”brand, strive to do a good job in household pumps and industrial irrigation 
two major categories, strive to be the forefront of the national pump industry, for 
small efforts, efforts for everyone, to make contributions to the country. 

Company quality policy: zheli adhere to the customer first, service first” principle. 
Always believe that: adhere to innovation, improve quality, to the world. The goal 
of pursuing: independent brand, independent style, and finally build “innovative 


zhe li, wisdom zhe li, science and technology zhe li, international zhe li 


https://www. zhelipump. com/product/self-priming-booster-pump/electric-water-boos 


ter-pump-for-agriculture-use-galvanized-antirust-type. html 


